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26 JUN i980 


Department of Energy 

Room 1H- 066 

1000 Independence Avenue, S.W. 
Washington, D.C. 20845 


Attention: William H. Rhodes 
Dear Mr. Rhodes: 


In response to your memorandum addressed to Agency 
Energy Coordinators, enclosed is our annual report on 
Energy Management. This report reflects the energy 
usage in areas for which we have management responsibility. 
While we believe that our efforts have succeeded in yielding 
the maximum benefits from ongoing energy conservation 
programs, we shall, nevertheless, continue to strive for 
additional savings consistent with our mission responsibilities. 


If you require further information concerning this 
report, please contact{_ SS *d:SCOSTAT 


Sincerely, 


Avames NH. Mcvona 


jDirector of Logistics 
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